Sldrid^e, Iowa 
December 22, 1952 


r1 


Hr* Robert L. McClinoa 
BEificeton, Iowa 



Dear tir. JfcCliiaon: 


Tours very truly. 


I regret to report tlaat 
leak, too, since it*s 
th.e water dripping 
appreciated it very raucli 
isn’t raining 
ri^t around 


It*s a very serious 
our fuse box, and 
out our liglits. We shall 
c£in come over the first day it 
the spot. It appears to be 
in the wires. 


Sllzabeth B, Hage, Llbi*prian 
SCOT? COUHTT LIBRABI 






